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Message Text 



UNCLASSIFIED 

PAGE 01 LAGOS 01480 211814Z 
46 

ACTION COME-00 

INFO OCT-01 AF-05 ISO-00 EB-05 SSO-00 DRC-01 RSC-01 /013 W 

124167 

O211602ZFEB74 

FM AMEMBASSY LAGOS 

TO SECSTATE WASHDC IMMEDIATE 2863 

UNCLAS LAGOS 01480 

E.O. 11652 : N/A 
TAGS : BMEP, NI 

SUBJ : PREQUALIEICATION FOR GAS TURBINE POWER STATION 
REE : STATE 032726 

1 . ACCORDING NEPA, EXTENSION OF PREQUALIFICATION SUBMITTAL DATE 
IMPRACTICAL BECAUSE OE EXTREMELY TIGHT BIDDING SCHEDULE. CONSULTANT 
(MOTOR-COLUMBUS) EXPECTS ISSUE TENDERRING DOCUMENTS IN BADEN, SWITZER 

LAND, THIS WEEK (I.E. TOMORROW) TO PREQUALIFIED FIRMS (WHO WILL 
THEN HAVE EIGHT WEEKS TO PREPARE BIDS). 

2. IN ACTUAL EACT, PREQUALIFICATION SUBMITTAL DATE WAS FEBRUARY 

8 RPT 8. (LAGOS 0996 INADVERTENTLY REPEATED TYPOGRAPHICAL ERROR IN 
LOCAL ANNOUNCEMENT.) NEPA ENGINEER CLAIMS HOWEVER THAT ALL RPT 
ALL FREE- WORLD MANUFACTURERS KNOWN BY MOTOR-COLUMBUS TO BE CAPABLE 
OF MAKING THE REQUIRED TURBINES WERE PREQUALIFIED PRIOR FEBRUARY 8. 

HE SUGGESTED EIELD IN FACT LIMITED TO GE, WESTINGHOUSE, BROWN-BOVERI 
AND THEIR LICENSEES AND WISH KNOW WHICH OTHER U.S. EIRMS STILL 
WISH PREQUALIFY. 

3. COMMENT. IF OTHER FIRMS WITH WHO DEPARTMENT IN CONTACT WISH 

GET IN UNDER WIRE, THEY SHOULD CONTACT MOTOR-COLUMBUS IMMEDIATELY. 
(THEY CAN PLEASE INTER ALIA THAT LAGOS PUBLICATION DATE IN ERROR.) 
EMBASSY WOULD ALSO APPRECIATE KNOWING THEIR IDENTITIES SO WE CAN 
TELL NEPA WHOM THEY CAN STILL EXPECT TO HEAR FROM. 

REINHARDT 

UNCLASSIFIED 



NNN 
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